PRINCE  OF  PEACE  CHURCH 
St.  Augustine,  Florida 

This  votive  church,  dedicated  to  world  peace,  is 
located  on  grounds  of  historic  Mission  of  Nombre  de 
Dios,  America's  First  Mission,  founded  in  1565.  The 
208  foot  stainless  steel  Great  Cross  (left  background) 
now  marks  the  place  where  Christianity  was  first 
permanently  planted  in  the  U.  S. 
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